NCW 

GLOBAL VENDING 



TECHNICAL INFORMATION 



Machine 
Type 


Colibri 


Model 


All 


T.I. Number: UK 04011501 
Issued by Steve Dolman 


Part numbers Not Applicable 


Date 


15'^ January 2004 


Subject 


Setting powder and water levels on Colibri 


ISSUED FOR CUSTOMERH 


ACTION 




INFORMATION 


X 









h) yo> 


c 

CJ 


(do 

t) GO 



1- if Previous function / increase data (+1) 

2- Exit function / cancel change 

3- Free 

4- Free 

5- 4^ Next function / decrease data 

6- ■» Confirm function / confirm data 

7- -* Change data 

8- Reset failures 



With the vending machine in normal operating mode, press the programming button located on the 
inside of the door, there are 2 buttons on the inside of the door, the programming button is the one on 
the right. 

Press this button twice, leaving a 2 second pause between each press and the vending machine will be 
set to "Programming" mode. 

The message "Programming" will be displayed for approx 2 seconds and then the first menu item Failure list will 
be on the display 

Scroll through the menu using buttons "1 and 5 to display the following items in a sequence 

Water doses 
Powder doses 
Set Prices 
Set Prices / button 
Basic unit / DP 
Payment systems 
Initializing 
Machine Code 
Machine configuration 
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Selection Counters 
Promotional Message 
Language 
Whipping time 
Password 

After all items have been displayed the initial menu is presented again, starting with Failure list 

While the programming menu is displayed, do as follows to access the sub-menus for water and powder dose 

setting 

WATER DOSES 

• Scroll through the menu using buttons "1 and 5 to display "Water doses" 

• Press button 6 " " to access the list of dose codes 

• Scroll through the list using buttons "1 and 5 " to access the desired item 

• Refer to the dose table below, regarding the item that requires changing 

• After the desired item is shown press button 7 causing the display to blink, 

• The value can be changed using buttons 1 and 5 

• Press button 6 to confirm the change 

• Scroll through the list using buttons "1 and 5 " to access the next desired item 

• After the item is shown press button 7 causing the display to blink, 

• The value can be changed using buttons 1 and 5 

• Press button 6 to confirm the change 

• Press button 2 to exit water level setting program 

POWDER DOSES 

• Scroll through the menu using buttons "1 and 5 to display "Powder doses" 

• Press button 6 to access the list of dose codes 

• Scroll through the list using buttons "1 and 5 " to access the desired item 

• After the desired item is shown press button 7 causing the display to blink, 

• The value can be changed using buttons 1 and 5 

• The value is indicated as DS (tenths of a second) 

• Press button 6 to confirm the change 

• Scroll through the list using buttons "1 and 5 " to access the next desired item 

• After the item is shown press button 7 causing the display to blink, 

• The value can be changed using buttons 1 and 5 

• Press button 6 to confirm the change 

• Power down the machine to exit the program mode 

IMPORTANT 
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Please consult the dose table, supplied with the machine to ensure complete accuracy of the item that requires 
changing 



CODICE DOSE 
DOSE CODE 


DOSE ACQUA 
WATER DOSE 


DOSE POLVERE 
POWDER DOSE 




imp. 


cc 


d.s. 


gi". 


Z1 








33 


7,5 


sugar 










Z2 














not used 










C1 


109 


60 








espresso 










C2 


210 


130 








coffee black 










C3 


170 


90 








coffee X cof. white 










C4 


109 


60 








cof. X espressochoc 










C5 


109 


60 








cof. X cappuccino 










C6 














not used 










L1 














not used 










L2 


33 


25 


8 


3 


milk X cof. white 










L3 


51 


40 


20 


3,5 


milk X espressoch. 










L4 


60 


47 


20 


3,5 


milk X cappuccino 










L4 


77 


60 


12 


2 


milk X tea white 










K1 


170 


140 


67 


19 


chocolate 










K1 


205 


170 


4 




tea black 










K2 


39 


30 


30 


8 


Choc. X espressoch. 
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K2 


143 


110 


4 




tea X tea white 










K3 


39 


30 


18 


5 


Choc. X cappuccino 










K4 














Not used 










A1 


205 


170 








Hot water 
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